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April 16, 1956 



Dear Mt 


Wimm WQmm 


% tract w h* t follows will provide the btmiM far an 
of the contract on the logical testing device* At the 
tM tor e eoapleted steeps one and two of the schedule of 


'w hors dine aoet, if not all, of step three, 

aame rfw s wtlag with saaple problems and instructional 

, . T , step fear is likewise well advanced* We would prefer to 
tu>u m» the prog r ees report anting completion of this step raatil 
we are sore certain of the wetfcod to he seed with larger masbera 
and subjects* Step five is yet to be undertaken* 


It might be the ware feasible procedure to esfceod this 
contract in tine arid in funds with the added previsions we dis- 
cussed, rather than to prepare a new and indepwadant contract* 
This aupplanent we would do as follows* 


(1) Me will design, construct, and delirer one nr* unit 
ef the logical testing derice, operating on the as®* 
basic pr inciple s as does the eodstiag wodel, cawpltfte 
with a suitable recording mechanise* 


(2) We wt it undertake to teet two hundred individuals 

divided aoa| foer groups such ast , 

Group t — hi gfr -Ianrel tech nic al and scientific pereosm si 
Oreuw 3 'parsons concerned with logical procedures, 

as ccaqputer, programing, awtawatioo, sod siMjsar 

Orytm 5*-ewaoo9 concerned prliaarily with Inter- 
persenal relations, each as sales representatives, 
supervisors, technical service engineers, and trouble 

shooters* 


We would bill as feUswss 
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1— Delivery of a satisfactorily operating 
Sisipe 2 to 5—1 Delivery of results on each 50 subjects* •* 1,500 
Step 6— fiendaring of final report****.*.**. **••••*•••*•* 1,500 
fetal period, of contract to be one year. 

In other vordh, you sill eventually receive everything 
called for under the present contract, pins the new machine, results 
on two hundred subjects, and a thorough final report. 

Baring the test period we mould expect to keep possession 
of the present machine. We expect to build tmo of the second model, 
one of $hich me mould emn and mould probably use to collect data on 
the tmo hundred cases mentioned here* Prior t© completion of the 
near model, me mill, continue to experiment mith present equipment. 
Please call or write me if this is net entirely clear; otherwise, 
me assume that your contract department mill prepare the final 
agreement* 


Cordially, 


mow 



STATINTL 


c**o*p- , T 


Approved For Release 2001/08/31 : CIA-RDP78-04718A0020001 8001 9-2 




